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INFO OCT-01 ISO-OO EB-08 /019W 

112215 011232Z/11 

R 311406Z JAN 78 
FM AMCONSUL ALEXANDRIA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1565 
AMEMBASSY CAIRO 
AMEMBASSY ATHENS 

UNCLAS ALEXANDRIA 0093 

ATHENS FOR RTDO 

E.O. 11652: N/A 
TAGS: BEXP, EG 

SUBJECT: FOREIGN GOVERNMENT TENDER 


Message Text 


1. 729/02/T0105 

2. 013178 

3. R. FENDRICK 

4. 729/EGYPT 

5. Y (GOVERNMENT CONTROLLED CO.) 

6A. REPLY OR CABLE TO- 

6B. FOREIGN PURCHASES COMMITTEE 

6C. MISR BEIDA DYERS CO., P.O. BAG, ALEXANDRIA, EGYPT. 

CABLE: CALLRING ALEXANDRIA TEL: 60903 
TELEX: MBD 4068 UN ALEXANDRIA 

7. 81/77 AND 82/77 

8. 3/25/78 
9.201 

10. DESCRIPTION: SUPPLY OF THE FOLLOWING: 

TENDER NO. 81/77 

3585XXX-0100 TWO REFRIGERATING UNITS, EACH HAVING THE FOLLOWING 
SPECIFICATIONS: 

- EACH UNIT IS REQUIRED TO DELIVER 95-125 TONS/HR. OF REFRIGERATION. 
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- QUANTITY OF CHILLED WATER DELIVERED ABOUT 240 GPM. 

- CONDENSER INLET WATER TEMP. IS 86 DEGREES F. (30 DEGREES C.) 

- CONDENSER OUTLET WATER TEMP. IS 102 DEGREES F. (39 DEGREES C.) 

- BOTH PLANTS ARE TO BE ON CONTINUOUS DUTY 24 HRS. 

- ONE CLEANABLE TYPE, SHELL AND TUBE CONDENSER COMPLETE WITH 
PURGE VALVE AND RELIEF VALVE. 

- REFRIGERANT FREON 22. 
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- MAX. WATER PRESSURE FOR COOLER 200 PSI. 

- TYPE OF MOTOR STARTING STAR-DELTA. 

- WORKING VOLTAGE/FREQUENCY 3 PH. 380V/50 CYCLES. 

- CONTROL VOLTAGE/FREQUENCY 220V./50 CYCLES. 

- SAFETY RULES OF REFRIGERATING PLANTS: 

OVERALL LENGTH 3660 MMS. 

OVERALL WIDTH 1220 MMS. 

OVERALL HEIGHT 1720 MMS. 

- DISTANCE BETWEEN INLET AND OUTLET WATER FOR COLLER ABOUT 1050 MMS. 

TENDER NO. 82/77 

3585XXX-0100 PACKAGE TYPE AIR CONDITIONING UNIT HAVING THE 
FOLLOWING SPECIFICATIONS: 

- COOLING CAPACITY 18.000 KCAL/H -(7.5 HP). 

- CONDITIONER OUTLET AIR TEMP. 16 DEGREES C. (61 DEGREES F.) 

- AIR VOLUME PER SET ABOUT 40 CUBIC METERS/MIN. 

- HERMETIC RECIPROCATING COMPRESSOR (SEMI SEALED). 

- REFRIGERANT FREON 22. 

- WORKING VOLTAGE 3 PH., 380 V., 50 CYCLES. 

11. INTERESTED U.S. FIRMS ARE URGED TO CONTACT THEIR AGENTS IN 
EGYPT. OFFERS SENT DIRECTLY TO COMPANY WILL BE DISREGARDED. 

PRICE QUOTATIONS REQUESTED FOB AND C AND F. MCCLELLAND 


UNCLASSIFIED 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 31 jan 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978ALEXAN00093 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780048-0097 
Format: TEL 
From: ALEXANDRIA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 97801 6/aaaaaefv.tel 

Line Count: 85 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 2f9163e3-c288-dd11-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 17 feb 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3769048 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER 
TAGS: BEXP, EG 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/2f91 63e3-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



